HOLE   ERRORS  AT A GLANCE
The new " GRASMERE " PLUG GAUGE has been specially designed for quickly and accurately checking hole diameters down to f". Measuring plug of 3-balS contact type is inserted into bore after first setting to ring gauge. Diameter, taper, ovality, bell mouth and finish Discrepancies are immediately revealed. Made in two standard sets for holes from f* to I" and I" to 2" diameter. Full details upon request to MACHINE SHOP EQUIPMENT
LIMITED, ALLINGTON HOUSE, 136-142 VICTORIA STREET, LONDON, S.W.I
